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LOCATION 


CaWIECIM POHU? F1AUT 

power plant is located in the aldst of the Oawiecia Chemical 
combine. 

f5j* power plant is called by the following names: 

1. dectrownia Oswiemskego {Oewiesfckego (Oswieacim 


£» Bwory Power Plant 
3, Sovy Dwor Power Plant. 

mstarn asp omaTros 

- Bwwrtedly in 19^8 a power plant was started at near 

OwieeSlrMs conld aean reconstruction or additions to the power 
__ t +k b chemical plant). The plant was to have an output of 

Som 150-250 M.W. and vas to be completed by 1953- 
STpoland were to share in the construction ******** - 

Czechoslovakia furnishing the technical know-how jnd equi^ent and 
Poland famishing the building, lsbor and coal. Power from the plant 
is to be supplied to both countries on a 50-50 basis, as a result of 
this Joint responsibility in construction. This power **£?* ** 
apparently closely integrated into tbe large chemical combine a 

Gswiecla. 

On the basis of aid 195^ photography, it is assumed that at 
least part of the plant is in operation, since, smoke appears coming 
two of the five smoke stacks* 

ptmifp tavwT 

Sm enclosure £ 1 to the Oaviecia Chemical P- » nnt . 


See enclosure # 1. 
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BLSCHBM*® KfflHH PCS® rU»* 


iAGATtQjfH. --taw* ■feo be located 

5 «£- 2 - 

meSbawaer Worth Plant Digest.) 


jto proper naae* reported. 

I g& g tvo of vhich are 170 fMt 

With the exeeption of slx mo J ttwr information is avail- 

,04 four of Vhich are 130 *««t in n * 1BU * 
able as to equipment. 


S© information available. 

nmjam ^ x ,ooo f«t. 

a. po™r plant 1 . r.porta* to <*>«* an «“ » 


See enclosure 3 of 


Blechhammer Worth Chemical Plant. 
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wa mm m south m mm 


IOCATI0M 

the power plant is located east of the center of the chemical 
plant within its confines. (See enclosure 2 of Blechhammer South 
' Hast Digest.) 

H«E 

So proper names reported* 

LXSf GEf Momsms 

>TiS5Miie)i uiiiii A wKv7ii!5rnVw5» 

light turbo-generators of 20,000 KW each. Two of them were 
destroyed by bombing during WW IX and the remaining six were intact 
wtien the Dad Amy entered the plant* Another report adds that turbines V 
had sot been reconstructed up to June 1950* 

IBSSSU Y' 

She power plant was damaged by bombing during WW It and later 
dismantled by the Soviets. The Foies started reconstruction in 19^7* 1 

completing several maintenance shops, outdoor transformers and the , 
power plant. Further reporting stated that the power and heating 
plant was to go Into operation at the end of 1952. In July 1953 it ‘ 
was reported as still under construction. 

PLANT LAYOUT 

The plant is reported as consisting of two buildings, l6o x CIO 
and 280 x 240 feet respectively. 




See enclosure 3 of Blecbhamaer South Chemical Plant* 
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Locmos 


fh. riant Is iwtoi 1.5 -lies WK of UnWenbnrg (Saltosych) dlrsctly 
8V of a aarstolilag yard in a ssbarb cal l ed Hleder-Hermadorf . (5G°45 18.7 S 


ytMi fo l lc wr li ig five pover plant# core reported in the Waldeobnrg area 
aH of vtdefc ore much sealler than the Victoria: 


Walderikmrg X 

ValAaoburg XX (Wassko coal 
atw plant) 

Boleslav Chrobry cool aine plant 
Hmrice Thorex coal mine plant 



6,500 

6,500 

15,000 


gag 

Present polish mm - Ilektrovnia Kopalnia Victor i a 
Fonaer Cerwm name - BoeMrock Kraftverk Glnekahllfe. 


Hgf OP MCgVTIgRR Y 

1. Sellers - fatal of 11, all of Canaan sake. 

a. 3 graduated grate hollers 
h. k travelling grate hollers 
c. 4 la mem, bigh-pressare hollars. 

2 . Steaa Turbinas - Total of 7, «U of Gearas® sake. 

a. 2 hi#-preeanre 

w 1 ' 17 i 

3. generators - Total of 7, all of Geras® a#ke. 


22,000 

6,000, 18,000 (2), 40,000 

I- « — - - - ^ — — — — . 

a m TIRliAT CilaWIrfl 

3 large AEG rated at 100,000 to 125,000 voltage 


Other snail ones . 


MBf CSTOHY 

fmr mr ly belonged to Cermn fire Wiedar-Schlesische Bergbau A. 0. Built 
la 1920 greatly eacpsaded in l$ft8, daring W U and thereafter . Reported 
capacity varies between 300,000 and 120,000 XV. 


float HAS 

See Attached 


fSHOGBAPS? 

' 1 1 See Attached 
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warn mm at szombiskki nsab m mms (bytom) 

Locatioh 

TImb plant is located near Schomberg (Cbruszezow) whleh 
lies on the west edge of Bytom (Beuthen. ) 50°20 , iu”H l8^53’10"I 

witm 

1* Szoabierki Elektrotmia Cieplna (gzoabierki thermal power plant) 

2, Bytoaska Elektrowoia Cieplna, Johanna Sopalnia Wegla 
{Bytom (Beuthen} thermal power plant, Johanna coal nine) 

3, Graeflich Schaffgotsche Verke (former German name) 

t.tst OF 

1, Generators - 5 SBC turbo- generators are reported. 

2, Other equipment Is not identified. 

aargy HISTORY 

The plant was constructed prior to 1935 by the Germans. It is 
reported that "the Bossies* s removed all the new boilers and 
machines is 19^5.” There are no reports concerning reconstruction. 
Postwar capacity is reported from 50,000 to 63,000 KM with recent 
report s indicating expansion is contemplated. 

Wggg HAH 

Bone 

fjOTOCSlFEg 

Bee attached 
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3mmm thermal ksw fust i 


mi 


THis plant (JOSH'S 19°17’S) 1* Ucatad 8SW of Jaworano (50°13‘» 
19°17*l), adjacent to the Bierut (formerly POsudski) coal shaft of 
the Javorzno coal nine. 


1, Jaworuao Blektrownia Cieplna Jedynka, Bierut Kopalnla Wegl* 
(Javorano Thermal Power Plant 1 , Bierut Coal Mine.) 
g, Centralny Blektrownia, Javormo. (Central Power Plant, 

dhworsao.) 


LIST Qg- STOPMjtT 


1. 


3 * 


Turbines 

1 - 22.000 KW - Siemens Sebuckert Warke, Berlin 
1 • U# 900 1ST - Irate Brunner Maaehinenfabrik, Brunn (Pint 
2xrx> Machine Factory, Brno), Caechoelovakia. 


1 - SSS.000 KW - Siemens Schuckert Werke, Berlin 
1 - 11,900 KW * Siemens Schuckert Werke, Berlin 
Trana formers 

3 * oil-cooled 2-1 step-up. (Siemens Sebuckert Werke or 
A.B.G. « Berlin. ) 

3 * vil-cooled 1-6 step-down* (Siemens Schuckert Werke or 
A.B.G. , Berlin)) 

1 « oil -cooled - Italian. 


slant was founded and completed between 193^*1936. It wae not 
darned bythe war. The German* planned and partically completed ^ 
extension to the original power plant. She foies are eo |^ etlng J' b *. 
pLanned expansion to an 80,000 to 100,000 KW capacity. The new plant 
la reported In partial operation. 


fumm* 


See Attached 




See Attached 
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JAW0RZ8O TBERSAL POWER PUJPF II 


LOCATION 

„ This plant (50°i3»s 19°l4'E) Is located WSW of Javorzno (50°13*S 

19°17*B) and 1.5 has SSI? of the Jan Kanty coal mine. 

aaut 

1. Javorzno Elektrcnmia Cieplna Dwojka, Jan Kanty Kopalnia 
Regia. {Jaworztso Thermal Power Plant H, Jan Kanty Coal 
Mine.} 

St, RUhela power plant 

LIST OP EQglPMEHT 

Three of the turbo-generator units and boilers were Installed at 
the end of 195 U, which represents approximately 30 % of planned capacity* 
The equlpsent has not been identified, 

warm? gjrnTQHY 

This plant was planned and partially completed by the Germans during 
Wt II, It ms coapletely disaantled by the Russians in 19^-5 and 
abandoned until 19*6 when the Poles ocaaaenced reconstruction and planned 
a capacity of from 150,000 Ktf to 300,000 Ktf with Russian aid. 

floor mm 

Bone 

pjjSTQCMfcFjjl 

See Attached 


Approved For Release 2001/08/08 : CIA-RDP79T01049A001 2001 20002-3 

SECRET 



Approved For Release 2001/8Efii^TciA-RDP79T01049A001 2001 20002-3 


25X1A 


gJBgggftHgR (KAC®WiIA) BOBTH CHEMICAL PLAIT 


i/ ysftTxcn 

fits plant It located i Mediately south of the tows of Blaeho iml a 


Taws 

fte pleat bed the following senes wader Qeraan Administration: 

1. Qherschleslgche gydrienrarke. A.C. (Upper Silesia 
H y drog e na tion Works* X.O, ftobemintostri# Controlled). 

2, jem saa Qaering Verke, Hydrierwerke Blechheener ( Hermann 
Soaring Combine, Hydrogenation of Carbon Plant 
SuLeehbssmr } • 

The current Polish nans of the plant let 

1. fsastvcve Zaklady Kaksocbeeiezne Blachovoia (State 
Installation Coke-Chemicals in Blaehownia.) 

TanrawwanriT. PROCESS 

The plant reportedly produces nitrate fertilisers, synth etic 
gasoline end synthetic auetcmla. This plant uses the Berglus Process ana 
vary likely the Bsber-losch Process for synthetic anaemia. 



The output ©f synthetic gasoline was used entirely hy the German 
Any during World War n. War damage to the plant amounted to about 
SQjTsiBd the regaining portion of the plant mm almost completely 
dismantled and carried assy by the Hussies* during 1945-46. The 
Pn^tienmss/Konstruktiona-und Itsntagebuero (FKM), which was 
f ormer ly graft Staff -uad Indus triebeu-GoBH (XI), had finished 
preliminary planning fhr the reconstrytton of % the Blech^aer Werke 
(called fhr S~4 Torprojektspr ellm t n ary project) by mid-April 1953 • 

The drawings and textual descriptions were completely finished, and 
«H of the v«r 8-4 orders delivered to Poland in late April 1953. 
Bsport* wary as to the operating status of this plants some state 
tha t partial production was restored as early a* 1952* others, toted 
1954 , state that the plant does not appear to be in operation, Hwwer, 
re cons truction la underway* In many cases the reporting on this plant 
deals with both north and South plants and does not differentiate 
between the two. 
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nmtuxm 


Sme the foUawi«€ enclosure#: 

mseXc of ateBawer BOrth Systteetle Oil Plant 


0 layout awwlng of maehteawr Sorth 

*• CfStST-« 1*2 (Prior to 4«tn*tl»). 


8m Bncloaure # 3 
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O eJbcitg sawottlwa nitrate (Saletraaafc) 

Synthetic waxes 

Aliphatic alcohols 

ptetty acids 

Synthetic detergents 

Bolrents 
Coating agents 


the installation w» bal It by the <*«■*** ■ - - 

A u.- rr the slant suffe re d considerable damage b y bor ers and 
World war JJ. tm T . — - ««nv to the during 

»a*». nert that ns not daaaged «as hamea °»«y stwnartedly 

SJL3SL aeconstruction of the plent coamenced 1*1950. Reportedly 

the plant vns partially in operation late 10 b®**£f* 

«Mtr«ctian vaa still underway. la «wy TS/S/STS 
plant deal® with both the forth and South plants and does not 

di fferent iate between the two. 

PL*»g im m 

See the following enclosures: 

l target *wsie of KLechheaaer Sooth Synthetic Oil Want 
dated April 19** (prio r to d estruction ). 

2. Annotated plant layout drawing of 

Synthetic Oil Plant dated December 19^2 (prior to 

3 . of Blechhaaser South Synthetic Oil Plant 
dated January 1995* 


PHOTOGRAPHY 

See Enclosure # 4 - 
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location 


(nwamn) boots csbocm, nun 

i. located 1th reepect to the J— *» 

i vast of the KLeine Althanner forest. 

2 * Soath of the Bleebbaaaer h u ^ 

f* Mining the Kandrin-ltetitor railway trhfch 11*8 
^ b °S d S 7 a °LS^ t ;«*l which connects to 

*• *** eod tt-Moiyijgyffijj 


SUMS 

pleat bed the foUoelog we -der Berw M^drtretlom 

Oberechleeieehe !&«rler*e*e (Ower Slleale RrOTOgenetloo 

^orkg) t.G. fhrbeninduatrie Controlled. ^ 

polish Sane 

|.n^v trwln teoto«so. Kedelertyn (Wdeierzye pleat 
«f the nitrogen Industry). 

Other naaes of the pleat ares 

i, Redsl ertyn, Chenical Coahtne 
2* Blechhaosier South 
« w»ydebr«ck Qweictl plant 
J* Chemical pleat 

TS 8 TA 11 AT IC 3 SS ASP FBOCggS 

cosine contains the following installations-. 

g* S3T»«S!*t«ring plant (wter gas) 

Hydroganati on plant 

a* »« , 8 f us **®“*®® f»«>eess (Sows of the chemicals reported 
** I^cate^h&tthis process is nsed also.) 

km Refiner? 

c Tankage area 

. . ii-iirt ftfliT are or have been produced here. 

She foHa*rtng products reportedly are 

gy&roggQ peroxide 

fhr oils 
Fuel oil 
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C&lclw aaBcmlw* altrate <Saletr**ak) 


Aliphatic alcohols 
fatty &eid» 

pathetic detergents 

Solvents 

Coating agent* 


,, .. - w» the fl ffy — m duri*N5 l$k&* Dfflrtag 

the iwtellation nMtttiit 6&mg* by boaber* **>& 

World War II the fleet suffered tothe USSR during 
«■» gS 1. Igo. 9avort*Aly 

" m.- tuBdenray. 2» neay cases v»» i0 «~* ~ 

^tSISS «* Mh »**, — -* 

differentiate between the two. 


mag xaicp? 


the following enclosures* 

i earaet H— ^ of KLsehfrswoer Swath Synthetic Oil Heat 

’ £^*P*ti 19* south 

2. fetrtrt lOMt ugwrt W** 

g^cthetic Oil Plant dated Oeeeafcer X9& \W*vr w 

3 La*.-* M (Mk «HX »— 

dated JW 1955- 


PHOTOGRAPHY 

See Enclosure # 4 
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CBDRZCW NITROGEN PLANT 


LOCATION 


Sh« plant is located in the Northeast area of Chorzow, due east 
of the Choraov Railroad Station and has the Chorzcrv Railroad lards cm 
the Southeast earner. The plant is r eferred to as being located in_ 



Adjacent to the Chemical Plant there is a large pover plant .This 
plant not only services the Chemical plant but is a part of the Polish 
power Grid Network. (See enclosure # 1 for relative location and layout.) 


fhe current Polish name of the plant is: 

vivTim AZOTOWE ia. PAVIA FIKDERA (Nitrogen Plant im. Pavel 

Find«r) 

Other names of the plant are: 

1 . fiSSTHOWE ZAKLADY ZWIAZKOH AZOTOWTCH CB0RZC&TI2 (temicipal 
iiiiMm Cyanamide Processing Plant in Chorzow) 
g. PASOT3WA FABRYKA AZOTOWA (State Nitrogen Plant) 

3. SffllfE NITB0GEN COMPOUNDS HAST AT CHORZOW 


Products 

Nitrogen fertilizer 

Soda (Formulas P-1, P-2, P-3) 

Nitric acid 

Oxygen 

Carbide 

Salt for smoking meats 
Hydrochloric acid 
Calcium cyanamide 
Saltpeter 
Sodium nitrate 
ABawnlacal soda 

Aacaaniusi carbonate and chloride 

"Saletrzak" (mixture of aiaaoniua nitrate and calcium carbonate ) 
feasibly poison gas . 


Iquipment 

1. Two new large furnaces operating with the so-called 80KDE6ERG 
traveling graphite electrode were wader construction in 1W« 
2* Calcium cy anami de was manufactured entirely by the most 
modern revolving drum furnaces. (19^7 ) 
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£ rr b i*e was being WMiufaetured by tbe old-fashioned furnaces 
with board electrodes. <19*7) 

the plant uses Gerwn LTSDE compressors to obtain nitrogen 
Croat tbe air. 


mmm 


mrn plant was built by the Germans In l$&k to Ifcelr vital 
c^£-inTvortd «* I. ° Since It ™. l~.t. d Jn.t ln .ld. the 
leader, the Poles thought that it could not be in c *f e a 

SaS attack, therefore, they (the Poles) built another plant at 
faraw. the Chorscw Plant ma® not damaged during World War II. 


pease layout 

See Enclosure # 1 

mmsmm 

So recent photography available 
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A2 m CHEMICAL FACTORY II 388388$, PQLAJ5D 


LOCATIOH 


Shi* plant is located approximately 3 kilometers m of Jaworzoo 
(50°13 r H 19°17'l). 


— l. Panatvovo Fabryka Cheat c ana "Azot" ("Azot* State Chemical Plant). 

ggggcre 

Fartilizer-Iitrogenoue, 2-^D 
Insecticides - DDT, aasssexan, Areopol 
Cleaning fluid-Trlchloroethylene 
Copper sulfate 
Detergents 
Poisonous gases (t) 

•bocssses 

1, Chlor ine and caustic soda is produced by an eleetrolytic method. 
Saeent reports indicate a change to the mercury method. 

2, Calci um Carbide ie produced from limestone and coal in an 

electric furnace. .. 

3* Acetylene 1s produced from calcium carbide and probably then 
c h lo rinated to produce the cleaning solvent (trichloroethylene). 
W Hydrochloric acid is apparently produced by burning Chlorine 
and hydrogen obtained fro® the chlorine electrolysis. 

5. Insecticides are largely chlorinated compounds. 

Tjffr or msxmm km/m ggJirMBrr 

1. Sleetrolytic cells 
2* Calcium carbide furnace 


Shis plant vas built thirty to forty years ago. Additional buildings 
have been added since 1S%5 and expansion was reported underway in 195^. 

So ear damage suffered. 

mm has 

gee Attached 
PBOTOQHAPgT 

Sons Available 
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The Si lory Cheoical Plant was built for the following reasons. 

1« The German economic situation at the end of 19&>. 

2. The desire to create a modern chemical industry in 
Seat Germany to supply the ever growing need of 
lassie, the Balkans, and the Hear last, 

3. The utilisation of an exceptionally favorable rav 
material situation in the Upper Silesian industrial zone 

k. The creation of a new standard of organic synthesis. 

The plant was, at least, partially in operation by the end of 
World War IX, In 1<&5 the Bueslans reportedly dismantled the plant 
* and hauled corny the equipment. Reconstruction of the plant started 
in Xg%7 and the plant was supposedly In full operation during 1953* 
The Krebs Company of Paris assisted in the reconstruction of the 
phenol plant. 

PUHT UTOTJ 

See indoaure #1 

fBBTGGS&Pgg 

See Bnclosure # 2 
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